
LOS ALAMOS NATIONAL LABORATORY 


1350 Central Ave. 

Los Alamos, NM 87544 

505 667 4444 

www.lanl.gov/museum 


OUTGOING LOAN AGREEMENT 

The Bradbury Science Museum hereby loans the objects listed below to the undersigned (Borrower) for the purpose 
designated, and subject to the Terms and Conditions set forth on this agreement. 

Borrowing Institution: Contact Name: 

US Department of Energy _ Robert Cooper, Media Productions _ 

Address: Phone/email: 

1000 Independence Ave, SW Washington DC 20585 _ 202 586 8234 _ robert.cooper@hq.doe.gov 

Objects to be loaned: 

1. Cooling manifold from Manhattan Project [2014.8.1] 

2. Lead bricks from Trinity Site [39.123.AB] 

3. Trinitite from Trinity Site [39.47.A] encased in acrylic 

4. 1940 Graflex Speed Graphic 4x5 camera used at Trinity Site [2014.9.1) 







